


CORPORATION REGISTRATION CARD 


B&K-PRECISION instruments are designed and manufactured to the highest standards of 
quality and reliability. They are warranted for one year from the date of purchase against defects 
in materials or workmanship. To validate this warranty, please complete this card and mail it within 
15 days of purchase. 


PLEASE PRINT OR TYPE 


SPTHAAELAIELE DR Le RARe 


First Initial & Last Name Model Number 
Serial Number Mo. Day Year 


Pu rohit Date 


RRAREREERERERADTERAS 


Company Name, if Applicable 


SERRSSRESERRERAEREER 


Address 
City State 
Province/Country Telephone Number 


1. Why did you select this B&K-PRECISION instrument? 
a. [_] Recommended by an associate or b. [_] By my distributor 
c. L_] Satisfied with other products | own d. [_] Read a magazine article e. [_] Saw an ad 
f. [-] Received a distributor mailing g. (_] Received a catalog 


2. Where will this test equipment be used? 
a._] Laboratory R&D_ b. (-] Production testing c. C1] Incoming inspection 
d.{_] Equipment maintenance e. [_] School training f. [-] TV/Radio Repair 
g.[_] Hobby h. (-] Field Service i. (-] Other 


491-199-9-001C (See Reverse Side) 


. Primary User: 


a. LJ Engineer R&D b. LJ Technician c. L]} Production Testing 


d. [J Incoming Inspector e. L] Students 
f. [J Plant Maintenance g. LJ Other 


. Specific application for this test equipment: 


. Improvements we should make: 


. New products that you would like us to manufacture: 


. Did this product work properly when received? [J Yes [J No 


. General Comments: 


. Send Catalog: Yes L) No LC] 
(To Mail, Fold At Mark 
Staple or Tape) 


BUSINESS REPLY CARD 


FIRST CLASS PERMIT NO. 58149 CHICAGO, IL 











POSTAGE WILL BE PAID BY ADDRESSEE 


CORPORATION 
ATT: WARRANTY VALIDATION DEPT. 


6460 W. CORTLAND ST. 
CHICAGO, IL 60635 





NO POSTAGE 
NECESSARY 


IF MATLED 
IN THE 
UNITED STATES 


